GREEK ORTHODOX CHURCH “THE ASSUMPTION” 

KOIMISIS TIS THEOTOKOU 
HARRISON AND CENTRAL STREETS 
CHICAGO, ILLINOIS 

A beautiful example of the Basilican and 
Byzantine architectures of the Eastern or Greek 
Orthodox Church, forming, with its dome and 
side extensions, the shape of the Holy Cross. 

The corner-stone of this beautiful edifice was 
laid in 1937. 
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